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10.  (Continued)

In some maintenance instruction manuals,
a definition and explanation of terms
is provided for quick reference.

Section II, "

and

contains a physical description,
component complements, handling, installa-
tion, electrical specifications, operating
instructions, and theory of operation
which includes block diagram and circuit
analysis.

Description

11.

What information is contained in Section
II of the MIM?

a.  Electrical specifications.

b.  Parts list.

c.  Component complement.

d.  Handling and installation.

e.  Daily inspections.

f.  Operating instructions.

g.. Performance test instruction.

h.  Description of aircraft or equipment

i.  Theory of operation.

21t, such as fuses, tubes, and
